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ftSli Chiefs Technical Sea t vltw Staff 

St&RK?? i Inspector General 1 a Survey of tike Technical 

Staff; %ae« in the Be* Building 

SEFSREBCY : Tour taooreadiia, 5 June 1957 


1, tafereace cites tbs foUmtog reocmandatioa i* the Xaepaetur 
Oejaoral*ii reportr fta SCI dimt the Building Steering Ccestittee to 
veatudy the allocation of 4 wm la the near building and law** that all 
of fBS la included.” (Fags 4§6, Barsgraph 8e,) 

2. I cccgaetuly agree with the desirability of taring IBS, as an 
Integral pert of tta Clsndeetine Services, located in the a** building 
to s seta poeeible the type of doe* marking relatlomhip between your 
•taff and the area divisions and functional staff* e&iefc should prevail. 

<fe the other band, I at iapreeee d by the practical issues faced by the 
BCX concerning the dee of the building vhich can be built ulth the 
wormy available to the Agency, 

3* If WS iwi to be included in the building, see* other 
orgeaiSBatitaa would tave to be tataa out of it* You will agree that 
It is act ftaaibXe tar m to leave any of the W/f area dtviei am or 
staff* out. Considering the else and character of COS and SSI unite tt&ch 
have tad to be left out <xt the plane aa they new stand, X find it 
difficult to oeta a convincing cage for the inclusion of 786, eta the 
aacltaUsn of equally large SDX or BCE euayonents. 

t. it is with regret, therefore, that I ask you to nata every 
effort to organize YflS work with the area divisions and the other 
staffs of ICB as snootily as possible un d er tta circiaaetepcee until, 
as we all tape, it taeme poe eibl a for the DCI to ask for additional 
buildi ng funds to accomodate the rmelnlng eXenanta of the Agency at 
Langley. 




mate, vmm 

Doputy Director (Plane) 


ccs Director of Central Intelligence 
Inspector Geaara.iv^' 
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